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Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Captain Horn M.J 
Chief Eng Officer Griggs M.R 





Chief Officer Akeroyd J.G 2nd Eng Officer Eccles W.G.A 
2nd Officer Mortensen A.R 3rd Eng Officer Smith J.M 
3rd Officer Jones S.K 4th Eng Officer Bell H.G 

Radio Officer Simpson G.J Electrical Officer Thurlow D 


Purser Rogan J.A 
C.P.0 Wing T.Y 
Carpenter Ming W.S 
Cook Yip K.C 
Leading Steward Man Y.W 


Cambridgeshire 
Bulk Carrier - 71,600 d.w.t. 
(ex Mersey Bridge) 
Captain Taylor J.R 


Chief Eng Officer Parker E.A 





Chief Officer Malpass N.H 2nd Eng Officer Bullen M.C 
2nd Officer Hopkinson R.W 3rd Eng Officer Findlay K.W 
3rd Officer Bousefield D 4th Eng Officer McCaw D.F 

Radio Officer Howard P.R Jnr Eng Officer Reid A.H 

Purser Hamer E.P Jnr Eng Officer Kerbyson A.J 
Electrical Officer Kerrison T.C 
C.P.0 Aich A.K 


Carpenter Tregidgo A.J 
Serang (Deck) Ghoshdastidar N 
Serang (Engine) Chakraborty S.B 
Cook AliA 


Cheshire IV 
Geared bulk Carrier - 31,475 d.w.t. 


Captain Waldie J.W 
Chief Eng Officer Ashcroft T.S 





Chief Officer Young K.N 2nd Eng Officer Moorhouse F 
2nd Officer Singh D 3rd Eng Officer Seel R.V 
3rd Officer Kitchen N.P 4th Eng Officer Whittle A.J 
Deck Cadet Moore C.J Electrical Officer Errington C 


Radio Officer Bunce M.O.B 
Purser Heaslip G 
C.P.0 WaL.S 
Carpenter King K 
Cook ManT.P 
Leading Steward DuenC 


Dart America 
Container - 28,488 d.w.t. 


Captain Hine D 
Chief Eng Officer Williams K.J 





Chief Officer McLeod K 2nd Eng Officer Hay W 
2nd Officer Anderson P 3rd Eng Officer Dixon W 
Ext 2nd Officer Thelwell A.G 4th Eng Officer Middleton S.J 
Radio Officer Foley B.J Jnr Eng Officer Shelton S 
Purser Brain J.A Jnr Eng Officer Pickering A.L 


Electrical Officer Potter G.D 
Trainee Elect Officer Williams D.A 
Bosun_ Lockhart A.K 
Cook Traynor F 
Storekeeper Porter T.A 


Dart Atlantic 
Container - 28,488 d.w.t. 


Captain Butler M.J 
Chief Eng Officer MacDonald D.J 





Chief Officer Brown P.A 2nd Eng Officer Webster A.D.C 
2nd Officer Holcombe B 3rd Eng Officer Lambert P.W 
Ext 2nd Officer McCluskey D.W 4th Eng Officer Spivey S.J 
Radio Officer Ferry W.J Jnr Eng Officer Kielty R.M 
Purser Blackhurst D Jnr Eng Officer Graham K 


Jnr Eng Officer Dick P.J 
Electrical Officer Jefferies R.S 
Bosun RyanR 
Senior Motorman Hobden M 
Cook TineyS 


Derbyshire III 
General Cargo - 14,827 d.w.t. 


Captain Underhill G.V 
Chief Eng Officer Hansen F.G 





Chief Officer McClure S.A 2nd Eng Officer Lamont J.D 
2nd Officer Tester P.N 3rd Eng Officer Pickup R.W 
3rd Officer Grace J.J Ext 3rd Eng Officer O'Donnell T.P 

Radio Officer Barling G Ext 3rd Eng Officer Slater M 

Purser Maskell T.G 4th Eng Officer Taylor J.D 


Ext 4th Eng Officer Coulson G.A 
Engineer Cadet Taylor | 
Engineer Cadet Roberts P.D 
Electrical Officer Lewis D.S 
C.P.0 Hughes M 
Carpenter Taylor H.J 
Pumpman Kirkland D.J 
Cook Fleetwood T 
Storekeeper Bond R 


Devonshire II 


Gas Carrier - 52,647 cubic metres 


Captain Middleton R.C 


Chief Eng Officer McIntyre P.A 





Chief Officer Baker A.R 2nd Eng Officer Carr D 
2nd Officer Southward J Cargo Engineer Hotham K 
3rd Officer McDowell P.R 3rd Eng Officer Elliot A.K 
Deck Cadet Brown S.J 4th Eng Officer Nesbitt D.A 
Deck Cadet Morgan D.C Jnr Eng Officer Marker O.G 
Radio Officer Armishaw R.D Jnr Eng Officer Fairhurst F.W 
Purser Thompson P Engineer Cadet Hyde P.J 
Engineer Cadet Latham C.| 


Electrical Officer Sutherland K 
C.P.0 Lloyd P.G 
Cook Holt D.M 
Storekeeper McNally T 





Dorsetshire 


Bulk Carrier - 79,513 d.w.t. 
(ex Atlantic Bridge) 


Captain Grey E.H 
Chief Eng Officer Baker | 





Chief Officer Moore T.R 


2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 


Baker Miss N.C 


Head G.R 
Macnicol D.H 
Mallett J.W 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 


Selby C.G 
Sillars R.M 
Edward D 

Sefton A.K 
Charlton T 


Radio Officer James J.H 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Petty Officer 


Lawson A.E 
Chakraborty 
Chakraborty A.K 
Rahman D 

Paul M.N 


Hampshire 


Gas Carrier - 52,647 cubic metres 


Captain McWilliam J.M 


Chief Eng Officer Hesketh C.S 











Chief Officer Earle G.J 2nd Eng Officer Turbitt D 
2nd Officer Hodgson R Cargo Engineer Bell W.C 
3rd Officer McNaught | 3rd Eng Officer Cotton A 
Deck Cadet Hume M.S 4th Eng Officer Steel E.P 
Radio Officer Halliwell K.B Jnr Eng Officer Highfield T 
Purser Kennedy J.R Jnr Eng Officer Ridyard D.M 
Jnr Eng Officer Lilley R 
Electrical Officer Robbins K 
C.P.0 Morrison R 
Cook Navis L 
Storekeeper Smith A.R 
Herefordshire ITI 
General Cargo - 16,707 d.w.t. 
Captain Robins M.R 
Chief Eng Officer Robinson J 
Chief Officer Marshall N.S 2nd Eng Officer Mcmahon A 
2nd Officer Kumar D 3rd Eng Officer Stanton T.H 
3rd Officer Gray N 4th Eng Officer Stephenson M 
Deck Cadet Spiers W.J Jnr Eng Officer Houston D.A 
Deck Cadet Smith A.G Engineer Cadet Ford S.T.F 


Radio Officer Connolly D 
Purser Buckley W 
Carpenter Tweedie J 

Serang (Deck) Alamgir 
Serang (Engine) Ganguly J.K 

Cook AzizA 

Storekeeper Rauf A 


Senior Elect Officer Lane T 


Laid Up 


Captain HudsonA 
Chief Eng Officer Wheeler D 





3rd Eng Officer 
3rd Eng Officer 
3rd Eng Officer 
3rd Eng Officer 
3rd Eng Officer 
3rd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 


McKellar W.M 
Potter D.A 
Good N.P.D 
Walker F.M 
Taylor R.B 
Robinson A.J 
Powell R 
Menzies R 
Brown P 


Cook MacConnell T 


Lancashire IV 
General Cargo - 16,707 d.w.t. 


Captain Miller K.D 
Chief Eng Officer Brown L.G 





Chief Officer Southby M 2nd Eng Officer Packer C.R 
2nd Officer Johnson L.H.M 3rd Eng Officer Patterson F.H 
3rd Officer Sladovich B 4th Eng Officer Hutchinson G 
Deck Cadet Hart P.D Jnr Eng Officer Morris T 
Deck Cadet Singleton G.H Engineer Cadet Davies P.E 
Deck Cadet Wilkinson J.M Electrical Officer Hallam D 
Radio Officer Hallett M.J 
Purser Kimberley D 
Carpenter Preston A.G 
Serang (Deck) Dey P.K 
Serang (Engine) Mukherjee D 
Cook SinghP 
Storekeeper Hussain T 





Lincolnshire 
Gas Carrier - 31,296 cubic metres 


Captain Edwards R.A.F 
Chief Eng Officer Twamley D.G 





Chief Officer Greenhalgh A 2nd Eng Officer Tetlow D.R 

2nd Officer Cunningham D.J Cargo Engineer Hallam G.I 

Ext Chief Officer Eglington C.W 3rd Eng Officer Inman J.R 
3rd Officer Nield R.T 4th Eng Officer Sowerbutts M.T 

Radio Officer Faulkner B Jnr Eng Officer Snary P.W 

Purser Chadwick D.H Jnr Eng Officer Jones R.C 


Senior Elect Officer McGarrigle K 
C.P.0 McNicholl W.H 
Cook TaylorA 
Storekeeper Cunningham W 


Oxfordshire 
Bulk/Car Carrier - 31,770 d.w.t. 


Captain Gowsell K 
Chief Eng Officer Yates D.C 





Chief Officer Hardy P.S 2nd Eng Officer Turner W.G 
2nd Officer Corlett R.M 3rd Eng Officer Britton M.A 
3rd Officer Haines J 4th Eng Officer Hudson S 

Radio Officer Fell A.E Electrical Officer Pearton K.J 


‘rainee Radio Officer Cook R.C 
Purser Mackenzie A 
C.P.0 Chi Y.K 
Carpenter Chau Y.W 
Cook MingL.S 
Leading Steward Mui S.Y 


Silver Bridge 


Oil/Bulk/Ore Carrier - d.w.t. 
(Silver Line Ltd) 


Captain Hunter M.J 
Chief Eng Officer McCarthy J.S 





Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 


Bayliss F.A 2nd Eng Officer Higgins J 
Jenkinson D 3rd Eng Officer O'Brien T.H 
McLaughlin T.F Ext 3rd Eng Officer Edmunds A.N 


Whitton R.E 4th Eng Officer Carter A.P 
Senior Elect Officer Hall J.L 


Stirling Bridge 
Bulk Carrier - d.w.t. 
(Silver Line Ltd) 


Captain Boyle P 
Chief Eng Officer Ford A.J.K 


Williams J.B 2nd Eng Officer Howarth P 
Christopherson P 3rd Eng Officer Willoughby B 
Gillett R.B 4th Eng Officer Hulme K 


Breivik P.R Electrical Officer McRae A 


Warwickshire 
General Cargo - 15,924 d.w.t. 


Captain Clayton D.R 
Chief Eng Officer Marsh N 





Chief Officer Moore A.M 2nd Eng Officer Williams R 
2nd Officer Kachno A 3rd Eng Officer Keenan K.M 
3rd Officer Slade C.J 4th Eng Officer Nicholson | 
Deck Cadet CrewA Jnr Eng Officer Jensen M 
Deck Cadet Cross W.M Electrical Officer McKeown J.F 


Deck Cadet Cieslik N.P 
Deck Cadet Perry D 
Radio Officer Palethorpe J.G 
Purser Kays W.H 
Carpenter Hughes (ch) P 
Serang (Deck) QasimA 
Serang (Engine) Dey S.C 
Storekeeper Rahman M 





Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain Owen H.R 
Chief Eng Officer Whitehouse C 





Chief Officer Bytheway P.S 2nd Eng Officer Bauchop L.D 
2nd Officer Penry G.N Cargo Engineer Taylor N.R 
Ext 2nd Officer Marsh C.H 4th Eng Officer Hughes J.H 
3rd Officer Burslem D.L Jnr Eng Officer Hulley P.G 
Radio Officer Cunnison A.J Electrical Officer Parkin N.J 


Purser Morris R 
C.P.0 Hodges A.J 
Cook Phillips K.E 
Storekeeper Jones C.E 





